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3.75 (a) REPEAT 

HOUSING FACILITIES, GENERAL, 

The off exhibit enclosures, housing animals used in the live animal show presentations, has loose and rusly wire 
across the Ircpnrt and doors. The safety oF the arv mals and the structural slrenglh oF Ihe enclosures can he 
compnomlsad by rusty and loose wire. Thus wire needs to be replaced and or repaired and maintained in good 
condition, A regular program oF enclosure inspection neeos to be in place to detect problems before they become 
mapr events. 
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An axil interview was conducted wilh the owner at close of inspection. 


Prepared By; 
Title; 

Received By: 
Title: 


TOM LECROT, A.C.I. 


TOM R LECROV , A.C. I . U&DA, APH IS, Animal Care 
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